
Radata Testing Services 

Keeping your family safe is our first priority. RAdata has been successfully assessing 
environmental issues since 1984 and was the first licensed radon company in New 
Jersey. We service the NJ, NY, PA areas for both residential and commercial buildings. 
Radon testing can be conducted by our licensed technicians or when testing for your 
own information and safety, you can purchase a self-service radon test kit. If dangerous 
levels of radon are found to be present in your home, RAdata can help. Speak with one 
of our licensed mitigation specialists today about a radon problem. 
RAdata is also your local source for water quality expertise, testing, and correction. If 
your home has public water, you can obtain reports on the quality your family's 
drinking water. However, if you are on a private well, the only way to know the 
composition of your water is to do a test. Our qualified technicians are available to 
sample the water in your home today. If a problem is found, RAdata can assist you in 
fast, effective, and economic correction. 



Water Testing Services 




Clean water is something we often take for granted. 
In truth, the water we use to drink and bathe can 
contain a number of unseen contaminants. Even 
from city water sources, which have to follow 
mandatory quality standards, water must flow 
through miles of piping and can pick up dirt, 
chemicals, and bacteria on its way to your home. 

Water contaminants are present in many homes. Some indicators of nuisance issues 
are white spots on clean dishes, unwanted color or odor to the water, erosion of 
appliances and plumbing, and dry or brittle skin, hair, and nails. Other potentially 
harmful contaminants, such as Coliform bacteria, can upset the stomach and make 
you sick. An estimated 20-40% of wells fail bacteria testing. 65% of New Jersey is 
serviced by private wells, and the water quality should be tested on a regular basis to 
monitor any changes in chemistry. 

According to the National Ground Water Association, private well owners should test 
their water regularly for bacteria. The U.S. E.P.A. recommends testing your private 
well every year for bacteria, nitrates, and pH. If you suspect any other contaminants 
or there are known contaminants in your area, you should test for those as well. 



Private Wells & Real Estate 




The PWTA (Private Well Testing Act) well test is mandated for all home sales in the 
state of NJ. Unfortunately, a real estate transaction can be a very stressful time to begin 
with, so let us handle your water needs. RAdata's in-house certified laboratory and 
sampling technicians can assist you with knowledge about what needs to be tested, 
arranging for the test, interpreting your test results, and options for treating a problem if 
one exists. 

Clean water is something we often take for granted. In truth, the water we use to drink 
and bathe can contain a number of unseen contaminants. Even from city water sources, 
which have to follow mandatory quality standards, water must flow through miles of 
piping and can pick up dirt, chemicals, and bacteria on its way to your home. 



Home Radon Test Kit (2-Pack) 



This do-it-yourself short-term radon test kit includes one test canister 
(and one QA/QC canister) and a return mailer with Prepaid Address 
Label to return your sample to the RAdata, Inc. Laboratory. The two 
canisters are for side-by-side use. Analysis is Included. There are no 
additional fees associated with our Professional-Grade Radon Test 
Kits. Our advertised price includes state fees, if applicable. We are 
certified to sell and test in New Jersey and all other states. 

Measure radon accurately with RAdata. As demonstrated by the New England Radon 
Laboratory Study, a blind study conducted by the state of Massachusetts, RAdata radon test 
kits produced the most accurate and precise test results compared to any other laboratory 
participating in the study. 

These test kits are for home owner use only. Home Inspectors, Builders, and Commercial 
Clients MAY NOT order this product from this webpage. If you have any questions, please call 
our office for assistance at 800-447-2366. 

Price: 

Sales price: $39.50 

Sales price without tax: $39.50 






For more information please 

visit 

http ://w ww.radata.com 















